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MDA plasma validation data are attached. Please not that additional 
stability data will be available next week. In addition, the attached 
data are not fully QC checked as Mark states below. If any of the 
values change following the final QC check,, I will ask Mark to highlight 
the those values so that everyone is aware of the changes. I apologize 
for any inconvenience this may cause. 

Regards, 

Jill 

>» <mark.bentley@Covance.Com> 10/12/01 5:04:44 IPM >» 

Hi Jill, 

Please find attached preliminary validation data for the MDA 
plasma 

| assay for PM review. Please note that we are currently awaiting 
extract stability data (running over the weekend) and stock 
solution 

stability data (covered by urine validation). Also, these data 
are 

not fully QC checked and may be subject to (very) minor 
alteration. I 

will forward 100% checked data, to include extract stability next 
week. 

Cheers, 

Mark... 



kFrom: 

Nent: 

To: 


Subject: 


Confidentiality Notice: This e-mail transmission 
may contain confidential or legally privileged 
information that is intended only for the individual 
or entity named in the e-mail address. If you are not 
the intended recipient, you are hereby notified that 
any disclosure, copying, distribution, or reliance 
upon the contents of this e-mail is strictly prohibited. 

Jf you have received this e-mail transmission in error, 
please reply to the sender, so that we can arrange 
for proper delivery, and then please delete the message 
from your inbox. Thank you. 


l 


PM3006635968 


Source: https://www.industrydocuments.ucsf.edu/docs/kycj0001 




